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Rice, Calvin W. 
Oskar von Miller 
Rosencrants, F. H. 
Heat Cycles and Their Relative Efficiencies... .( April 1934) 


(May 1934) 


Schmidt, Dr.-Ing. Ernst 
Experiments Regarding Circulation in Vertical-Tube Boilers 
(Aug. 1933) 
Schrenk, L. J. 
Making Garbage Light City Streets........... (Feb. 1934) 
Schroeder, W. C. 
Solubility of Sodium Sulphate and Embrittlement—Ab- 
(Dec. 1933) 


Removal of Sulphur Dioxide in Flue Gas..... .(Mar. 1934) 
Scott, G. S. 
Anthracite as a Filter Medium 
Sherman, Ralph A. 
Burning Characteristics of Pulverized Coals and the Radia- 
tion from Their Flames.. (Dec. 1934) 
Snedden, A. D. 
‘Electric Steam Boilers 
Solberg, Thorvald A. 
A New Boiler-Water Treatment for the U. S. Navy 
(Dec. 1933) 


(May 1934) 


(Oct. 1933) 


Stern, Arthur C 
Measurement and Properties of Cinders and Fly-Ash, The 
(June-July 1933) 


Tenney, E. H. 
Standby and Reserve Operation of a Pulverized Fuel Plant 
(Aug. 1933) 
Thompson, P. W. 
High-Temperature Steam Experience at Detroit 
(Nov. 1933) 
Turner, H. G. 
Anthracite as a Filter Medium 


Van Duzer, R. M., Jr. 
High-Temperature Steam Experience at Detroit 
(Nov. 1933) 


(May 1934) 


Yellott, John [., Jr. 
Supersaturated Steam 
Yoder, J. D. 
Winkler Test for Determining Oxygen in Boiler Feed Water, 
(April 1934) 


(Nov. 1933) 
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EQUIPMENT SALES 
Boiler, Stoker, Pulverized Fuel 


As reported by equipment manufacturers of the 
Department of Commerce, Bureau of the Census 








Boiler Sales 


Orders for 165 water-tube and h.r.t. boilers were placed in 
March and April 





Square Feet 
March, 1934 248,920 
April, 1934 320,501 
January to April (inclusive, 1934) ‘ 854,416 
Same period, 1933 518,123 





NEW ORDERS, BY KIND, PLACED IN MARCH AND APRIL, 1933-1934 
March, 1933 April, 1933 March, 1934 April, 1934 
Pia ae Pee settee ” i x yal a 
Num- Square Num- Square Num- Square Num- Square 
Kind ber Feet ber‘ Feet ber Feet ber Feet 
Stationary: 
Water 
tube.... 40 34 112,394 40 219,640 70 273,081 
Horizontal 
return 
tubular 15 19,318 32 38,555 21 29,280 47,420 





55 170,898 66 150,949 61 248,920 320,501 





Mechanical Stoker Sales 


Orders for 192 stokers, Class 4,* totaling 51,919 hp were 
placed in March and April by 60 manufacturers 





Installed under 





Fire-tube Boilers Water-tube Boilers 








No. Horsepower No. Horsepower 
March, 1934 62 9,110 43 18,459 
April, 1934 48 5,640 39 18,710 
January to April (inclusive, 
1934 25¢ 32,985 130 57,001 
25,891 87 30,226 





* Capacity over 300 lb of coal per hr. 


Pulverized Fuel Equipment Sales 


Orders for 21 pulverizers with a total capacity of 232,610 
lb per hr were placed in March and April 


STORAGE SYSTEM 


tu 





Pulverizers Water-tube Boilers 





. Total number 
No. for new boilers, 
furnaces and kilns 
No. for existing boilers 
Total capacity Ib coal 
per hour for contract 

: Total sq ft steam- 

: generating surface 

* Total lb steam per 
hour equivalent 


March, 1934 mee 
April, 1934 46,000 
January to April (inclu- 

sive, 1934) 2 1 46,000... ene cas 
Same period, 1933 ne 2 60,000 2 37,000 325,000 


DIRECT FIRED OR UNIT SYSTEM 


A 


_- 





Pulverizers Water-tube Boilers 





March, 1934 5 5 .. 102,500 2 49,478 670,000 
April, 1934 6 6 81,710 9 88,291 887,500 


January to April (inclusive, 
19 18 9 240,210 19 192,475 2,006,700 
14 6 100,650 14 105,658 939,140 


Fire-tube Boilers 





March, 1934 ee. Vinee Core eaten ae ‘een 
April, 1934 Ses 2,400 3 4,500 20,500 
January to April (inclusive, 
4,800 5 7,500 41,000 
3,950 4 5,150 26,300 





June 1934-COMBUSTION 
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